Roethig, Hans-Juergen 


From: Hirnikel, Daniel J. 

Sent: Friday, April 20, 2001 4:12 PM 

To: Roethig, Hans-Juergen 

Subject: Accord test room 


Hans, 

Please be sure to ask some questions about the test facility next week. 

• get the dimensions of the test room 

• get the floor plan of the entire building 

• get as much information as possible about the number of Air Handling Units (AHU's), any building HVAC drawings 
available, and any available data that exists 

Best Regards, 

Daniel J. Hirnikel, P.E. 

Tel # 804-274-4131 
Fax # 804-274-2891 
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Source: https://www.industrydocuments.ucsf.edu/docs/msyj0001 


